AMENDMENT NO. 2 JULY 2021 
TO 
IS 16024 : 2013 CIGARETTES — DETERMINATION OF 


CARBON MONOXIDE IN THE VAPOUR PHASE 
OF CIGARETTE SMOKE — NDIR METHOD 


[Page 3, clause 7.3.2] — Replace subclause 7.3.2.1 with the following: 


‘7.3.2.1 Smoke the cigarettes in accordance with ISO 4387.’ 


[Page 3, clause 7.3.2] — Delete sub-clauses 7.3.2.2 to 7.3.2.4. 
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